


<r e 


She olfocet ff Px . Send bane Cocg Recline D 
ier gs 5 Gre (NO 21, Faas Gha goth con L dolore Covet 
wy ove paar teage, Thane evens v4 trl Lazy 00h 
Che pono kane ever ta, cent cc estate tog 
a a= Cte then tl be ae Corre 
bo Ir. 5, ak tbe cakes orartel on for & 7 
frye 2h, Oy forces gent JoperrelaD Ge g ch 
boepe Gen eee ble given die tak Carlen, Rian 
of hardens et Core eth , rer for Ch Va2~ Pend, 
bunt cecal eden el with tz go0k tut 
tn rEg Vege te Peele of Hee Lipiry 
ren pee QA geedcg ae Be Divvke. 
PLE mlaee VI 

PE en ea 


RG104 E-1 Box 121 





ae am | GS boro 





NARA RG104, Entry 1, Box 121 


[Abstract:] Reports the character of E. Sondheimer’s deposit. 275 4 


Mint of the United States. 
Philadelphia, 
March 16, 1880 


Dear Sir 


The deposit of Mr. E. Sondheimer was received here on the 8th instant. The gold and 
silver came in one package. There were no instructions with the package excepting a card on 
which was a request that the proceeds should be returned to Mr. S., and a value marked in pencil, 
of $175. The Express Agent separated the gold and silver to the best of his ability, but as there 
were no weights given, he had no certain means of dividing it correctly, nor for the same reason 
could we assist him. A portion of the silver was melted and assayed with the gold but that would 
be no loss to the depositor. The gold was melted with less than 4 of an ounce loss in melting. 
There were 3 assays made of the deposit originally, and a reassay has been made since receiving 
his letter, and all with the same result. There was no mistake here. The error must have occurred 
in his estimating his gold bullion too high. Instead of 16 Karats it was not over 12 4 Karats. 


Very Respectfully, 
H.S. Cochran 
W. Clerk 


Hon. A. Loudon Snowden 
Superintendent 

U.S. Mint 

Phila. 


